AMENDMENT NO. 1 JULY 2013 
TO 
IS 4273 : 1984 SPECIFICATION FOR 
iso-BORNYL ACETATE 


(First Revision) 
[Page 5, Table 1, SI No. (ii)] — Substitute the following for the existing: 


SI No. Characteristic Requirements Method of Test, 
Ref. to 


Indian Standard Appendix 
(1) (2) (3) (4) (5) 
ii) a) ‘Relative density at 27/27°C 0.9810 - 0.9850 IS 326 (Part 3) : 2006/ 
ISO 279 : 1998" 
b) ‘Relative density at 20°C 0.982 0 — 0.986 0 -do- — 


' The correction factor for relative density for each degree Celsius change in temperature is 0.000 73. 
* Methods of sampling and test for natural and synthetic perfumery materials: Part 3 Determination 
of Relative density (third revision). 
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